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Items for the Daily Log - 22 May 1953 Legislative Counsel 


2 Lee oat to express great disappointment at not be- 
ing hired and her feeling that being turned down, in part, on medical 


grounds was unwarranted. I informed[____| that as a matter of 
policy we would normally turn down an application such as hers ona - 
medical basis and that, furthermore, careful shopping of her papers 
had not revealed ossible opening for which we could qualify on a 
career basis. Pl expressed considerable appredation for the 
assistance whic a ven her. 
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